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cpifds— 19 A Weleda Aecayut Aaonsil dat sileteaort 
ce fee fed rel fScp ux faa cpt 


Covid-19 Telephone https://health.uk.gov.in/pages/display/140-novel- 
Mobile Directory corona-virus-guidelines-and-advisory- 


id- / 
Sample Collection Centers https://covid19.uk.gov.in/map/sccLocation.aspx 
— : 














Availability of Bed https://covid19.uk.gov.in/bedssummary.aspx 
Covid-19 Vaccination Sites WWW.COWIN.gOV.iINn 
RT — PCR Testing Report https://covid19.uk.gov.in/ 


To get Medical assistant and http://www.esanjeevaniopd.in/Register 
Doctor's consultation: Download app: 











https://play.google.com/store/apps/details ?id=in.hied.e 


sanjeevaniopd&hl=en US 
Or call: 9412080703, 9412080622, 9412080686 


Home Isolation Registration https://dsclservices.org.in/self-isolation.php 


Free Consultation from 
Ksanjeevani 











Home Isolation Booklet(Do’s https://health.uk.gov.in/files/Covid-19- 
&Don’ts) Directory/Home_ Isolation _booklet.pdf 


Vaccination (Self Registration) https://selfregistration.cowin.gov.in/ 
WWW.COWIN.gOvV.iIn 


Standard Operating Procedure for https://health.uk.gov.in/pages/view/146-tocilizumab- 
issue of TOCILIZUMAB amphotericin--procedure 


AMPHOTERICIN B 
Daily Bulletin 






https://health.uk.gov.in/pages/display/140-novel- 
orona-virus-guidelines-and-advisory- 


rn) 
Travelling to/from Uttarakhand https://dsclservices.org.in/apply.php 
Registration 


Joining hands in supporting https://health.uk.gov.in/pages/view/149-support- 
Uttarakhand in its fight against uttarakhands-covid-19-efforts 


COVID-19 

Any other Help Call 104 (24X7) / State Control Room 0135-2609500/ 
District Control Rooms of respective district for any 
other help and assistance. 

for any queries and suggestions covid19statewarroomuk @ gmail.com 





Toll Free Number 104 
State Covid-19 Control Room 
0135 2609500 


For complaints regarding black marketing of medicines, oxygen cylinders & medical equipments; more charges for medicines 
& oxygen cylinders; fake Covid-19 test/lab reports; more charges than decided by the Government for Covid-19 vaccination & 
treatment and other malpractices related to Covid-19 in Uttarakhand 


Please call on Toll free No. 112, Landline No. 0135-2656202 and Mobile: 9412029536 
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1) Positive Today: 49 #Y Recovered Today: 33 
4 Death Today: 00 42. Active Cases: 296 


S*v’Y Sample Positivity today: 0.26% R% _ Recovery Percentage: 95.99% 


I. Total cumulative Positive COVID-19 detected: 343310 

2. Total Number (%) of COVID-19 Patients Treated/ Cured: 329554 (95.99%) 
oF Total Number (%) of COVID-19 patients migrated out of state: 6071 (1.77%) 
4. Total Number (%) of COVID-19 Deaths: 7389 (2.15%) 
>, Number of samples found negative for COVID-19 today: 19138 

6. Total number of samples sent for COVID-19 testing today: 18246 

7. Total number of cumulative samples found negative: 6809016 
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Detailed Status of Sample Tested 


; Negative oe Positive 
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Details of Patients Treated & Cured 


DISTRICT NAME Treated & cured in last 24 hrs 
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Organizations/ Civil Societies/ NGOs/ Individuals interested in 
supporting Government of Uttarakhand in their fight against 
COVID-19 can register on the link given below: 
https://health.uk.gov.in/pages/view/149-support-uttarakhands-covid-19-efforts 
9 
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Mucormycosis Cases and Deaths - Uttarakhand as on 15.09.2021 


Hospital Name Migrated/ 
Cases Discharge | Cases Discharge Others 
Udham JLN District Hospital, 
Singh Nagar | Rudrapur 
aumsRishikesh =| 0 | 0 | 0 | 406 | oor | 61 |g 
Max Hospital pee Tete tet et at 


Doon Medical Doon Medical College 


samen ye me 

Hospital 

Dehradun |nintiolyGrant =| 8 | 8 | | tT 
AarogyadhamHospital | 0 | 0 | 0 | 2 | 9 | Oo | 2 
scent ff te 


emery [Synergy Hospital 

mye! wy wee 
Dehradun 

Krishna Hospital, 

fadwn |e | oe | oe fe ft | oe | 
Dr. Susheela Tiwari 

fecimsttadies| «|e | stot et a fo 
‘Uttarkashi | District [District Hospital = 

Military Hospital 

mem epee 
Aarogyam Hospital, 
See 









* Other state 0 Case * Other state 0 Death 
* Other state 299 Cases ** Other state 64 Deaths 


For any queries regarding Mucormycosis, please call on Toll Free Number 104 
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Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


@ Whatsapp No. 9412080544 


Details of District Control Rooms 


7617429778, 9068787120, 7830839443, 01372-252187 





01374-222641,7417162869 
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COVID-19 Vaccination 


15th September 2021 





® Sessions Held Today : 969 

*® Number of Beneficiaries Vaccinated Today : 62056 

*® Number of Beneficiaries Partially Vaccinated: 7092429 
* Number of Beneficiaries Fully Vaccinated: 2472389 
*® Total 18-44 years beneficiaries Partially Vaccinated: 4183056 
*® Total 18-44 years beneficiaries Fully Vaccinated: 656812 


Details of Beneficiaries Vaccinated in Uttarakhand 


Fully 
Vaccinated 
>45 Partially >45 Fully Partially more than Partially Fully Partially Fully 
Last 24 Vaccinated Vaccinated vaccinated 18 to <45 Vaccinated Vaccinated Last 24 Vaccinated | Vaccinated 
hrs. (1st Dose (Both Dose (more than 18 | years (Both (1st Dose (Both Dose hrs (1st Dose (Both Dose 
Coverage) Coverage) to <45 years) Dose Coverage) Coverage) Coverage) Coverage) 
Coverage) 


Amora | 2.313 | 174411 | 108,046 | 171,020 | 32,561 | 68 | 6017 | 5,972 | 20 | 9944 | 8,090 
|Chamoli | 4,255 | 109320 | 89011 | 143,723 | 26650 | 0 | 3987 | 3985 | 6 | 6486 | 6,253 
Haridwar | 15,215 | 422303 | 206,698 | 888.201 | 95,197 | 17 | 17,423 | 13,746 | 57 | 48,325 | 38,084 
Nainital | 6,922 | 253341 | 157,327 | 392,133 | 72,200 | 14 | 14,180 | 11,066 | 78 | 20,082 | 15,409 _ 
Pauri | 2453 | tesi27 | 121,243 | 207,044 | 32.384 | 3 | 7910 | 7,207 | 4 | 7,081 | 5,746 
Rudraprayag 
jUsNagar | 12,754 | 382790 | 168,115 | 780,955 | 79,344 | 50 | 12,434 | 10,309 | 192 | 34,657 | 24,590_ 
Uttarkashi | 81 4 
| _Total_ | 61358 | 2601328 | 1563013 | 4183056 | 656812 | 219 | 120182 | 102551 | 479 





